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Message Text 


UNCLASSIFIED 

PAGE 01 MANILA 10745 090454Z 
13 

ACTION EA-07 

INFO OCT-01 ISO-OO EB-05 RSC-01 DRC-01 /015W 

068907 

R 0903 10Z SEP 74 
FM AMEMBASSY MANILA 
TO SECSTATE WASHDC 6671 
USDOC WASHDC 

UNCLAS MANILA 10745 

E.O. 11652: NA 
TAGS: BEXP, RP 

SUBJ: PROCESS CONTROLS AND INSTRUMENTATION EXHIBITION, APRIL 1975 
REF: A) MANILA 10381 B ) LEE/MOORE LETTER, 8/30/74 

1. FOLLOWING PERTAINS TO POWER FOR EXHIBIT. 

2. HOTEL INTERCONTINENTAL INFORMS THAT MERALCO (LOCAL 
POWER COMPANY) CAN FURNISH ADDITIONAL POWER EASILY SINCE 
HOTEL IS LOCATED OPPOSITE MAJOR POWER SUBSTATION. COST 

OF POWER USED WILL BE 50 CENTAVOS PER KILOWATT HOUR. 

ONE DOLLAR EQUALS 6.67 PESOS. 

2. REGARDING CHANCERY, SPECIAL ARRANGEMENTS TO 
ACCOMMODATE EXHIBIT WILL PROBABLY BE NECESSARY DEPENDING 
ON POWER REQUIREMENTS. EXHIBIT GOODS, HOWEVER, DO NOT 
APPEAR TYPE TO DRAW MUCH POWER, AND SOME EQUIPMENT SEEMS 
LIKELY TO BE EXHIBITED STATIC. PLEASE ADVISE BEST 
ESTIMATE OF POWER REQUIREMENTS. 

SULLIVAN 


UNCLASSIFIED 
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